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(This Notice Expires 30 June 1962) 


NPIC NOTICE ORGANIZATION 
No. 1-130-4 27 November 1961 


NPIC BRIEFING ROOM 


Recission: PIC Notice No. 1-110-2 dated 2 May 1960 


1. EffectiveNimmediately, the responsibility for the scheduling 
‘and maintenance of NPIC Briefing Room, Room 506, is transferred to 
(the Photographic AnalWis Staff from the Requirements Staff. The 
responsibilities of the otographic Analysis Staff will include: 
scheduling use of the ro&; coordination of security requirements and 
attendance with Chief, SeCyrity Staff; maintenance of the room, equipment, 
aids; physical security of \he room and intelligence materials stored 
therein; and assistance to t Office of the Director, NPIC, in 
conducting briefings. 


2. Requests for the use of is room should be directed to the 


Secretary, Photographic Analysis ff, who will be 25X1 
responsible for maintaining a log oM&the room schedule. Requestors : 
should anticipate room scheduling da as far in advance as possible. 

When extensive movement of furniture briefing aids are required, 


requestors should provide the PhotograpfMc Analysis Staff with 
assistance in setting up the room. 


25X1 


Executi Director, NPIC 
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